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NATIONAL PHOTOGRAPHIC INTERPRETATION CENTER 


NPIC NOTICE ORGANIZATION 
NO, 1-130-24 12 November 1964 


TRANSFER OF RESPONSIBILITY FOR MAIN AUDITORIUM 
REFERENCE; NPIC Notice No. 1-130-17, dated 13 March 1964 


1, Effective 13 November, responsibility for the Main Auditorium 
(Room 6N217) is transferred from the Operations Staff to the Training 
Branch, Support Staff. The Chief, Training Branch will be relocated 
in an area adjacent to the Auditorium in order that he may effectively 
administer the area, and utilize it, whenever practicable, for training 
programs , 


2. Requests for. use of the Auditorium should be directed to the 25X1 
Chief, Training Branch, Support Staff. 
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